The  Baha'i  House  of  Worship,  Wilmette,  Illinois,  on  Lake 
Michigan  near  Chicago.  A  nine  sided  structure — diameter 
top  of  steps,  152  feet;  height,  165  feet;  diameter  of 
dome  98  feet,  beautifully  ornamented  in  mouki, 
and  white  concrete.  It  welcomes  to  its  ser 
of  all  races  and  creeds. 
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Copyright   1953,   The   L.    L.   Cook  Co. 
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